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SUPJECT t Concurrence In Letter C on tr a ct Ho. HF-67GQ. with — 
Precision Laboratory. Ino. f Ploaaantvillo, 1 aw Jerk 
Project 


1. This uoanrandua eontains roan— onlatlona aubndttad Dor approval 
of the Diroetor of Central Intelligence. Such ro coaaiowla tlono are con- 
tained in Paragraph 5. 


25X1 


2. Lattar Contrast HP-6701 providaa Dor pro our want of oartaln 
Radas olootronic equipment of advance design for tha Dapartaent of tha 
Air For aa. Tha oquipawnt ia tha aaaa kind an that being p roo u r a d Dor 
Projaat AQOATQHE and Projaat ftun General Precision Laboratory, 

Inc., under Contra ot JtA-1076. 
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3. Lattar Contraet HP-6701 provides authority far tho Contractor 
to expand an aanot sat ta axeaad $223,590 Dor tha aqtdpnamt daairad by 
tha Lapartsant of tha Air Foroa. Thia asoast ia to ba efcllfated from 
Fiscal Tear 1957 fnada ehargaabla to Appropriation 21X6809 Dor Projaat 
(Funds tranaDarrad fron tha Pape r tia c nt of tha Air Foroa). 
la view of tha aaouat required for thia pr oour c a w nt and prospective 
raquiranssta of the Dapartawnt of tho Air Foroa, it ia considered 
necessary that n non af #500,000 ha authorised for expenditure under 
this and related eontreota for Projeot Aa authorisation 

certificate Dor this ana la attached Dor tha signature of tha Director 
of Central Intelligence. 


A. Administration and aattlanact of Contract Ha. HF-67Q1 will, in 
general, follow tha policies and proeaduraa presently la affect Dor 
Project AQTJATOHF contracts. Tha aoat iaportaat deviation ia thia 
cocneetlon ia that praanranant raquirnaaata will ■■s c ats ffceai designated 
rapraaantativao af tho Department of tha Air Foroa ia a Darnel naan or 
and such Dorsal requirements alone will furnish tha basis tor any 
procurement nation on the part of the Aganey under Contraet KF-6701. 
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5. Approval of Uttar Contract HT-6701 and oxoc ntion thwwf 
Uhalf of tha A fancy by tha authorised Itojact Coatreetiaf Offlcar, 
and approval of tha necessary authorisation docwent la raaon^ndad* 


FICHARD M. EIS SE IX, JR. 
SA/tC/DCl - Project Director 


COSCtFFERCE-SJ 


Oanaral Corneal 


Coeptrollar 


Approval requested in Paragraph 
5, granted. 


riractor of Central Intelligence 
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